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(Presented at the Annual Meeting on Wednesday, May 9th, 1937.) 


During the past session there have been further 
developments in connection with the new departures 
recorded in the last Report, and there has been 
continued progress in many directions. 


Election of Officers and Council for next Session. 


In accordance with the procedure outlined in the 
Articles and By-Laws of the Society, the nominations 
made by the Council to fill vacancies have been 
printed in the Transactions of the Society, and 
Corporate Members have thus been afforded an 
opportunity of making additional nominations, if 
they so desired. No nominations having been 
received, the proposals of the Council stand. 

Accordingly, Dr. S. English will become President 
for the next session. Mr. F. C. Smith and Mr. W. J. 
Jones will hecome Vice-Presidents, Mr. J.S. Dow will 
continue to act as Honorary Secretary, and Mr. E. 
Stroud will continue to act as Honorary Treasurer. 

The Council, having accepted with regret the 
decision of Mr. S. B. Langlands not to stand for the 
position of President, desires to take this opportunity 
of putting on record their great appreciation of his 
long continued services to the Society. 

The following members will fill vacancies on the 
Council: Mr. A. M. Bell, Mr. B. F. W. Besemer, Mr. 
Harold Bright, Mr. J. F. Colquhoun, Colonel C. H. 
Silvester Evans, Mr. C. A. Masterman, Mr. J. S. 
Preston, Mr. L. M. Tye, and Mr. G. H. Wilson. 


Work of Committees. 


The following standing committees have been 
appointed during the past session: — 

General Purposes Committee: —Mr. A. Cunnington 
(President and Chairman), Mr. J. S. Dow (Honorary 
Secretary), Mr. E. Stroud (Honorary Treasurer), Mr. 


A. W. Beuttell, Mr. J. G. Clark, and Mr. H. Hepworth 


Thompson. 

Papers Committee: —Mr. W. J. Jones (Chairman), 
Mr. H. Buckley, Mr. Dean Chandler, Mr. J. G. Clark, 
Dr. S. English, Dr. J. W. T. Walsh. Co-opted:— 
Mr. G. H. Wilson. 

Technical Committee: —Dr. S. English (Chairman), 
Mr. A. W. Beuttell, Mr. H. Buckley, Mr. J. G. Clark, 
Mr. J. S. Dow, Mr. G. Herbert, Mr. W. J. Jones, Mr. H. 





Lingard, Professor J. T. MacGregor-Morris, Mr. A. R. 
McGibbon, Mr. F. C. Smith, Mr. E. Stroud. Co- 
opted:— Mr. Harold Bright and Mr. T. E. Ritchie. 
Victor F. Beuttell (Secretary). 


Membership and Development Committee :—Mr. 
R. O. Ackerley (Chairman), Mr. A. W. Beuttell, Mr. 
W. A. Bishop, Mr. J. S. Dow, Mr. Howard Long, Dr. 
R. J. Lythgoe, Professor J. T. MacGregor-Morris, Mr. 
E. W. Murray, Mr. F. C. Smith, Mr. H. Hepworth 
Thompson. Co-opted:—Mr. F. P. Bentham, Mr. R. C. 
Hawkins, Mr. J. W. Howell, Mr. A. R. McGibbon, Mr. 
H. C. Weston. S. J. Patmore (Secretary). 


In addition, the Council has recently appointed a 
special ad hoc committee to consider the question of 
examinations in Illuminating Engineering and the 
question of qualifying status in relation to member- 
ship. The composition of this committee is as fol- 
lows: — 


Lighting Education and Ezaminations Com- 
mittee: —Mr. A. Cunnington (President), Mr. J. S. 
Dow, Mr. J. G. Clark, Dr. S. English, Mr. H. Lingard, 
Mr. F. C. Smith, and Dr. J. W. T. Walsh. 


The General Purposes Committee has reviewed 
the position of the local centres and special sections 
now in course of development. Suggestions in 
regard to the organisation of both have been made 
and are being followed by the Council. In particular, 
it is desirable to emphasise the fact that the existing 
local centres, with headquarters in Manchester, Glas- 
gow, and Dublin, are at present regarded as inform- 
ally constituted—a condition that makes it possible 
for all those who are attached to such centres, and 
who are resident more than fifty miles from London, 
to join as country members if they so desire. 


The various panels of the Technical Committee 
have been continuing their investigations. A series 
of “ Recommendations concerning the use of Portable 
Photometers” (particularly for street lighting 
measurements) has been completed and will be pub- 
lished shortly. A revised version of the “ Recom- 
mended Values of Illumination,” issued for the first 
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time last year, is in course of preparation. Other 
researches are in progress on such problems as the 
specification of gloss, the study of visibility, and 
standards of illumination in cinema theatres. 


The Membership and Development Committee has 
been actively concerned with the promotion of 
additional special sections. The first of these, de- 
voted to Photometry, was formed during the previous 
session and has since been operating very success- 
fully. A second section, concerned with Industrial 
Lighting, under the chairmanship of Mr. R. O. 
Ackerley, has now been formed, and has already held 
several meetings. A third section, to be devoted to 
Public Service Lighting (including street lighting), 
under the chairmanship of Mr. A. W. Beuttell, is also 
in course of formation, and will commence regular 
meetings in the autumn. The formation of a fourth 
section, dealing with Decorative Lighting, is now 
being considered. 


It is hoped that these sectional meetings will help 
considerably to widen the scope of the Society by 
catering for the needs of those whose interest lies 
mainly in certain special phases of lighting. Other 
steps, designed to widen and extend the sphere of 
influence and increase its membership, are being 
oo by this committee, which has also been con- 
sidering such matters as the development of relations 
with other bodies and the initiation of films and 
broadcast talks on illumination. 


The special ad hoc Lighting Education and 
Examinations Committee includes the members of 
the informal panel which has been for some time 
studying this question. It also includes all those 
appointed by the Council to represent the Society at 
the conference called at the offices of the Board of 
uaa on January 26, to which allusion is made 

elow. 


The Leon Gaster Memorial Fund. 

A statement of the income and expenditure of this 
fund, which is now in its sixth year of operation, is 
appended. The sixth award of the Leon Gaster 
Premium of ten guineas was made during the past 
session to Mr. Ralph G. Hopkinson for his paper 
entitled, “The Photographic Representation of Street 
Lighting Installations,” read at the Joint Meeting of 
-the Illuminating Engineering Society and the Royal 
Photographic Society on December 17, 1935. 


The Silver Jubilee Commemoration (1934) Award. 

The Silver Jubilee Commemoration (1934) Award 
was granted to Mr. W. R. Stevens for his experi- 
mental work on the “ Thermal Endurance of Illumin- 
ating Glassware.” Several other contributions were 
presented and considered by the judging committee. 


General Meetings. 

At the opening meeting on October 13, 1936, the 
Presidential Address was delivered by Mr. Arthur 
Cunnington, who, after dealing briefly with railway 
lighting, discussed certain matters of vital interest 
to the user of light, such as the design of fittings 
capable of withstanding rough usage and the import- 


ance of regular maintenance. In the concluding 
portion of the address he pointed out the need for the 
services of independent experts on lighting, not only 
in connection with public lighting, but in the service 
of Government departments and large industrial and 
traffic concerns. The usual report of progress was 
presented, and the display of apparatus illustrating 
developments in photometry and illumination was 
again of a varied and interesting character. The 
departure made at the corresponding meeting in 1935 
of throwing open the exhibits for inspection in the 
afternoon, previous to the actual meeting and demon- 
strations, was again adopted with success. 


A joint meeting with the Institution of Engineers 
in Charge was arranged for November 10, when a 
paper was read by Mr. E. W. Murray on “ Factory 
Lighting and Accident Prevention.” The paper dis- 
cussed certain factors affecting industrial perform- 
ance, such as contrast and shadow, and illustrated the 
value of intensive local lighting for certain forms of 
work. Some reference was also made to the relation 
between lighting and safety, and to certain funda- 
mental precautions in the design and use of electric 
equipment with a view to eliminating any possible 
risk of shock. 


At the subsequent meeting on December 8 a paper, 
entitled “Low Voltage Neon,” was read by Mr. P. 
Freedman, and was illustrated by a number of inter- 
esting demonstrations. 


On January 12, 1937, Mr. J. W. Howell read 
a paper, entitled “Some Important Considera- 
tions in Colliery Lighting,” in the course of 
which the drawbacks of the very low illuminations 
prevalent in collieries were emphasised, and the 
advantages of mains lighting, where practicable, 
were pointed out. 


The paper read on February 23 by Mr. Howard 
Long on “ Diffusion and Shadows” was mainly a 
summary of work reported at I.C.I. congresses, or 
undertaken by N.I.C. committees, and was illustrated 


by demonstrations showing the part played by 


shadow in revealing the nature of textile and 
embossed surfaces. A pleasant feature at this meet- 
ing was the presence of Dr. K. Norden, a recogni 

expert on the subject, who had come over from Ger- 
many specially in order to take part in the discussion. 


On March 9 two papers were presented dealing with 
street lighting. Dr. S. English in his contribution 
entitled, “Some Aspects of the Street Lighting 
Problem,” presented the results of a series of 
researches in which an effort was made to correlate 
such factors as light-distribution, surface brightness, 
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glare, and visibility, and Mr. R. Maxted, in discuss- 
ing ‘“‘ The Representation of Lantern Characteristics,” 
illustrated the convenience of the iso-candle diagram. 

The concluding paper of the session, on April 13, by 
Mr. G. T. Winch and Mr. L. Jesty, discussed in some 
detail the conditions determining the brightness of 
television images, and was followed by an interesting 
demonstration of television. 

The date of the annual meeting, May 19, has been 
selected to follow shortly after the Coronation festi- 
vities, and will be made the occasion of descriptions 
of the Coronation lighting. 


Meetings in Provincial Cities. 

The growth of the Society has been well illustrated 
by the extension of activities of local centres. The 
honorary secretary of the centre for the North- 
Western Area, Mr. James Sellars, prepared, for the 
second occasion a regular series of meetings. In 
accordance with the usual custom the opening meeting 
on October 20, 1936, was devoted to a display illus- 
trating progress in photometry and illumination, the 
opening address being delivered by Mr. R. O. Acker- 
ley. At subsequent meetings addresses have been 
delivered by Mr. R. O. Sutherland on “ Architectural 
Lighting,” and by Mrs. Pender Chalmers on “ Home 
Lighting.” Members also attended the meeting of the 
local section of the Institution of Civil Engineers on 
February 17, when Mr. G. H. Wilson’s paper on “ Road 
Lighting and Road Surfaces” was read. Mr. R. C. 
Hawkins has been elected chairman in succession to 
Mr. A. E. Jepson, who is now resident in London. 

New departures have been the formation of in- 
formal local centres with headquarters in Glasgow 
and Dublin. In Glasgow the section has been for- 
tunate in having as its chairman Mr. S. B. Lang- 
lands, whilst Mr. T. Catten proved to be an energetic 
secretary, prior to his departure for London. His 
place has been taken by Mr. M. W. Hime. On Novem- 
ber 3, 1936, an address, reviewing progress, was de- 
livered by the President. At other meetings addresses 
by Mr. L. J. Davies on “ Electric Discharge Lamps,” 
and by Mr. E. W. Murray and Mr. P. Freedman on the 
subjects of their papers in London have been 
delivered, and there have been other events of an 
informal character. 


For the newly formed local centre in Dublin, 
which is still in its initial stages, Mr. F. X. Algar has 
acted as chairman, and Mr. J. Creagh as honorary 
secretary. In regard to programme an encouraging 
start has been made, addresses being given on “ The 
Science of Seeing,” by Mr. H. Lingard (October 13), 
by Mr. R. O. Ackerley on “ Some Aspects of Archi- 
tectural Lighting” (January 12), and on “Gaseous 
Discharge Lighting,” by Mr. H. B. Ruff and Mr. R. 
Maxted (February 18). Arrangements were also 
made for Dr. S. English to address the section on 
March 23, on the subject of his paper in London. 

It is of interest to observe that during the past 
session three of the papers read in London (those by 
Mr. E. W. Murray, Mr. P. Freedman, and Dr. S. Eng- 
lish) have been presented again at meetings of local 
centres elsewhere. 


Sectional Meetings. 


As indicated above, considerable progress has been 
made with the development of Special Sections, 
three of which, concerned with Photometry, Indus- 
trial Lighting, and Public Service Lighting, now 
exist. 


Photometry Section. 


The Organising Committee of this section is con- 
stituted as follows: Mr. H. Buckley (chairman), Mr. 
M. G. Bennett, Mr. F. C. Smith, Mr. E. Stroud, Mr. 
J. M. Waldram, Dr. J. W. T. Walsh, Mr. G. T. Winch, 
and Mr. Kenneth F. Sawyer (hon. secretary). 

Two regular meetings have been held. At the 
Borough Polytechnic (London), on November 24, 
1936, Mr. J. Guild delivered an address on “ Colori- 
metry and Its Relation to Photometry.” At the re- 
quest of the organising committee the council have 
made arrangements for Mr. Guild’s address to be 
recorded in the Transactions. At the research 
laboratories of the General Electric Co., Ltd., at 
Wembley, on February 22, members were conducted 
through the photometric laboratories. Subsequently, 
Mr. G. T. Winch gave an address, illustrated by very 
effective demonstrations, entitled “Some Practical 
Aspects of Precision Photometry.” 

A third item, a visit to the Kodak Research Labora- 
tories at Wealdstone, was arranged for April 6. 


Industrial Lighting Section. 


The organising committee of this section is con- 
stituted as follows: Mr. R. O. Ackerley (chairman), 
Mr. A. R. McGibbon, Mr. E. W. Murray, Mr. H. C. 
Weston, Mr. J. W. Howell (hon. secretary); co-opted : 
Mr. W. J. Edwards, Mr. P. S. Barton, Mr. H. N 
Winbolt. 

This newly formed section made an excellent start 
on February 9, when the opening meeting was held, 
on the invitation of the Gas Light and Coke Com- 
pany, at Watson House. After inspecting the labora- 
tories, members and friends heard an address en- 
titled “Lighting and Industrial Performance,” by 
Mr. H. C. Weston. A second meeting was held, on 
the invitation of the General Electric Co., Ltd., at 


Magnet House on March 24, when six special indus- 
trial problems were treated briefly by various 
members. 


In this section a special effort is being made to 
establish contact with industrial organisations repre- 
sentative of users of light, whose interests will be 
kept in mind in arranging the programme for the 
coming session. 

Public Service Lighting Section. 


The organising committee of this, the most recently 
formed of the special sections, is as follows: Mr. 
A. W. Beuttell (chairman), Mr. F. C. Smith, Mr. 
J. M. Waldram; co-opted: Mr. A. M. Bell, Mr. E. J. 
Elford, Dr. H. F. Gillbe, Mr. A. S. Tapsfield, Mr. 
K. N. Hatton (hon. secretary). 

This section, whilst specially interested in street 
lighting, includes within its scope other allied light- 
ing problems, such as the lighting of public gardens, 
garages, and parking grounds, public buildings, etc., 
with which local authorities commonly deal. The 
committee has been engaged in surveying its sphere 
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of work and arranging its future programme, which 
will be opened by an inaugural meeting early in the 
autumn. In this case also, consideration is being 
given to outside organisations interested, such as the 
Association of Public Lighting Engineers, all mem- 
bers of which will be welcome at meetings. 


Visits and Informal Meetings. 


An instructive visit was paid by members of the 
society to Gatwick Aerodrome on November 17, when 
the lighting arrangements were inspected and 
described. 

An informal meeting of a similar nature to those 
arranged during the previous session was held at 
St. Ermin’s Hotel, Westminster, on October 27, 1936, 
when a debate entitled “Statutory Regulations; a 
Help or a Hindrance” took place. The motion in 
favour of such regulations was moved by Mr. R. O. 
Ackerley, supported by Mr. M. G. Bennett, and was 
opposed by Mr. A. E. Iliffe and Mr. G. Herbert, and 
gave rise to an entertaining discussion. 


Informal Social Evening. 


A new departure has been the arrangement of an 
informal social evening, at the St. Ermins Hotel, 
Westminster, on February 12. The chief items on the 
programme were the delivery of a burlesque lecture 
by Mr. G. H. Wilson and the performance of a mock 
trial (“ Lumens at Law”) produced by Miss Vera 
Norvick. Over 200 members and friends were pre- 
sent and passed an enjoyable evening. The thanks 
of the Society are due to all those who contributed 
to the success of this novel entertainment. 


Annual Dinner. 


The annual dinner took place at the Trocadero 
Restaurant on March 16 when there was again a 
good attendance. The toast of “The Illuminating 
Engineering Society” on this occasion was proposed 
by Mr. G. Gre ornum, F.R.I.B.A., and the presi- 
dent (Mr. A. Cunnington) responded. The toast of 
“The Guests” was proposed by Dr. S. English (vice- 
president), and responded to by the Dowager Lady 
Swaythling. As usual, there was a very representa- 
tive assembly of guests, and allusion was made in the 
speeches to the value of the platform provided by the 
Society in establishing friendly relations between 
different sections of the lighting industry. The 
remainder of the evening was devoted to dancing, 
music, and social intercourse, and the event proved 
quite as successful as in former years. 


issue of Transactions. 

One important step recorded in the report for the 
previous session, the publication of papers and dis- 
cussions read before the Society in the form of 
TRANSACTIONS, has now been in operation for a year, 
whilst other information of a more general character 
regarding the Society’s doings continue to appear 
in Light and Lighting. The arrangement appears to 
have answered expectations and to be working well, 
though, as was foreseen, the publication of the 
Society’s Transactions, which tend to increase con- 
a y in bulk has proved a somewhat expensive 
item. 


Formation of a Library. 

Another step initiated in the previous year was the 
formation of a library. Useful contributions in the 
form of volumes offered by various members have 
now been assembled at 32, Victoria-street, and a cata- 
logue will be prepared. The work involved was felt 
to justify the appointment of an honorary librarian. 
The Council has been fortunate in finding in 
Mr. J. B. Score-Smyth, one of its younger members, 
one able and competent to fill this position. Under his 
supervision lists of books acquired and desirable have 
been prepared, and it is now possible to visualise the 
needs of the Society in the immediate future. For 
the moment it appears that such books as are avail- 
able can be housed at 32, Victoria-street, where, it is 
hoped, that they will be available to all members in 
the near future. 


Examinations and Certificate of Qualification in 

iluminating Engineering. 

It will be recalled that this matter has for some 
time been the subject of enquiry by the Council, and 
was the subject of reference in the last report. It is 
of direct interest to a number of different institutions 
and associations, in particular to the Illuminating 
Engineering Society and the Association of Public 
Lighting Engineers, and the view has accordingly 
been expressed that examinations in Illuminating 
Engineering should preferably be undertaken by 
some independent outside body conversant with 
educational procedure. The National Illumination 
Committee of Great Britain, which had been 
approached by the Illuminating Engineering Society 
on this subject, called a representative conference at 
the Board of Education on January 26. At this con- 
ference representatives of numerous institutions and 
bodies interested, in addition to those named above, 
were present, and general recognition of the need for 
examinations and a definition of qualification was 
expressed. Resolutions were. passed requesting the 
City and Guilds of London Institute to take the 
necessary steps towards organising examinations. 
Following the conference, invitations have been con- 
veyed by the City and Guilds of London Institute 
to the leading institutions and bodies represented at 
the Conference, including the Illuminating Engineer- 
ry Society, to appoint representatives to act on the 
Advisory Committee. In addition, the aspects of the 
matter of special interest to the Society will be 
studied by its special ad hoc committee. 


Deferred Annuity for Staff. 

During the past session the Council has taken a st 
which it is confident will have the approval of 
members of the vpry in arranging for a deferred 
annuity on behalf of the staff at 32, Victoria-street, 
whose long associations with the work of the Society 
(twenty-nine years in the case of Miss J. Moreton and 
fifteen years in the case of Miss G. Wright) well 
deserved recognition. The premium payable to the 
Sun Life Assurance Society in respect of this annuity 
(which ensures £1 a week in each case at the age of 


sixty) amounts to £77 10s. 6d. annually, and the cost 


of this is shared equally by the Society and by 
Light and Lighting. 
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Membership. 


The Council is happy to record that the additions 
to the membership list noted in the previous report 
have again been maintained. Approximately one 
hundred applications for membership of all classes 
have been received during the session. Of these, no 
fewer than thirty-five were in respect of new mem- 
bers in the Scottish area, a direct result of the initia- 
tion of the informal local centre in Glasgow in 
October, 1936. The total membership of all classes 
is now approaching 700. It is hoped that the develop- 
ment of the new special sections devoted to special 
phases of lighting will serve to broaden the basis of 
membership in inducing some of those interested 
mainly in these aspects of lighting to join. In 
the meantime the Council desire to impress upon 
members again that the main need of the Society at 
the present moment is a considerable increase in 
membership. On this depends the complete realisa- 
tion of plans for improving the status of the Society 
in increasing its utility to members such as have 
already been initiated. 

During the past session the Council has elected 
Dr. G. P. Crowden, of the London School of Hygiene 
and Tropical Medicine, as a Privileged Member, and 
has created Mr. Justus Eck an Honorary Life Mem- 
ber in recognition of his long-continued services to the 
Society. 


Financial Position. 


The accounts for the past year which are attached 
to this report again reveal progress. The amount 
received in respect of subscriptions is approximately 
£180 more than in the previous year. On the other 
hand, as was anticipated, the expenditure of the 
Society has more than kept pace with this increase 
in revenue. Taken as a whole the administration 
expenses are not widely different from those for the 
previgus year, the chief increases here being in the 
amount expended on provincial meetings and in 
refreshments (a result of the initiation of informal 
meetings). 

A new item which appears in the expenditure for 
the first time is the premium on deferred annuities 
for the staff (£38 15s. 3d.). 

The most outstanding item, however, is the expen- 
diture on the printing of “Transactions” and pre- 
paration of binding cases, which involved a net figure 
of £283 18s. 7d. The Council feel that this step is one 
which would, in any case, have become necessary in 
view of the extension of its activities and the greater 
amount of material requiring publication; but they 
Wish to point out that this is an item which, in the 
ordinary course, may be expected to increase rather 
than diminish, and they therefore emphasise the 
desirability of securing a corresponding increase in 
revenue. 

No change has been made in the Society’s reserve 
funds, which remain invested in £1,500 of 34 per cent. 
War Stock. No expenditure has been incurred in con- 
hection with the National Illumination Committee 
Fund, the International Illumination Congress Fund 
ae) ), and the Library Fund, and the capital of these 

ds remains as before. 
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Relations With Other Bodies. 


Members of the Society continue to take an active 
part in the work of other organisations interested in 
illumination. The Society appoints annually repre- 
sentatives to serve on the National Illumination Com- 
mittee. A considerable number of its members serve 
on the various committees’ operating under the 
National Illumination Committee, the British Stan- 
dards Institution, and the Department of Scientific 
and Industrial Research. Members are also serving 
on the departmental committee on public lighting 
operating under the Ministry of Transport. 

Applications for information have been addressed 
to the Society by the Ministry of Health (Whitley 
Council} and the London County Council, and are 
being deait with by the Technical Committee. 


Statutory Requirements for Lighting in Factories. 

This opportunity may also be taken to record an 
outstanding event of the past session—the inclusion 
in the Factory Bill now before Parliament of a 
general requirement of adequate and suitable light- 
ing in factories and workshops. It is fitting that this 
long-deferred step should be taken during the period 
of office of the present Chief Inspector of Factories, 
Mr. D. R. Wilson, a Past President of the Society, 
who has done much to create a general recognition 
of the benefits of good industrial lighting. 


Programme for the Next Session. 

The programme for the 1937-38 session is now in 
course of preparation. Offers of papers and sugges- 
tions in regard to meetings, visits, or other special 
events will be welcomed by the Honorary Secretary. 
Special importance is attached to contributions of an 
original character. It is particularly desired that the 
manuscripts of papers should be received in good time 
before the opening of the session in October next, 
so that ample time may be available to allot dates, 
and to take any measures necessary to ensure in- 
formative and successful meetings. 

Entries for the Silver Jubilee Commemoration 
(1934) Award, which should be in the hands of the 
Honorary Secretary by June 30, will also be welcome. 

In addition to the general programme of meetings 
in London, the attention of members is also drawn 
to the activities of the informal local centres in Man- 
chester, Glasgow, and Dublin, and of the Special 
Sections already in operation concerned with Photo- 
metry, Industrial Lighting, and Public Service Light- 
ing, for which independent programmes are arranged. 

There is every prospect that demands for further 
local centres and special sections will make them- 
selves felt as the influence of the society extends. 
The success of such efforts depends largely on de- 
centralisation of effort and on the co-operation of 
members as a whole, and the Council desires to take 
this opportunity of acknowledging the aid of those 
who are already acting on committees or under- 
taking secretarial duties in connection with these new 
ventures. 

ARTHUR CUNNINGTON 
(President). 
Joun S. Dow 
(Hon. Secretary). 
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Dr. INCOME AND EXPENDITURE ACCOUNT FOR THE YEAR ENDED 3lst DECEMBER, 1936. Cr. 
EXPENDITURE. INCOME. 
J a ee ar “a A £s. @& 
To Administration Expenses :— By Subscriptions Ka bab we ie 1,337 12 0 
Rent and Clerical Work, etc. 250 0 0 m ra outstanding (estimated)... 20 0 0 
Printing, ete. .. . ; 141 os »» Interest on War Stock ... 52 10 0 
Duplicating _... ~~ or = ip Me »» Sundries, Subscriptions to Transactions, 
General Expenses a se 107 8 2 whe. 2413 3 
Hire of Halls for Meetings = ee 42 0 0 ae ie 
Reports and Lantern Operators 1910 0 
Refreshments at Meetings ... we 36 1 6 
Provincial Meetings ae one 4119 1 | 
Bank Charges ... aA ll O 
Audit Fee ee Bee 10 10 0 
————— 694 6 9 
»» Annual Dinner 217 10 7 
Less Receipts 199 10 0 
—————_ 18 0 7 
»» Cost of Printing Transactions, 
Reprints, Blocks, etc. ' 313 8 3 
Add Cost of mone Cases for 
Transactions .. ‘ 21 0 0 
334 8 3 
Less Sales of Reprints and Blocks ... 50 9 8 
————— 28318 7 
»» Illuminating Engineering Publishing Co., 
Ltd.—Share of Subscriptions 319 16 0 
»» National Illumination Committee 32 0 0 
»» British Standards Institution 10 10 0 
»» Silver Jubilee Award... 5 5 0 
», Premium on Deferred Annuity for Staff 38 15 3 
»» Excess of Income over Expenditure ... 32 3 1 
£1,434 15 3 £1,434 15 3 
et ERR EES 
BALANCE SHEET, 3lst DECEMBER, 1936. 
LIABILITIES. ASSETS. 
s .4.. 8-6. £s. &@ 
Creditors . 183 14 11 Cash at Bank—on Deposit Account 100 0 0 
Subscriptions paid in advance 19 19 0 Cash at Bank—on Current Account 175 1 6 
Capital Account :— Cash in hand ... 14 9 
Balance from last Account ... . 1,626 5 3 £1,500 34 per cent. Registered War Stock 
Add Excess of Income over Expen- at cost ree 1,559 15 0 
diture for the year ade fabs 32 3 1 Subscriptions Outstanding 20 0 0 
—----—— 1,658 8 4 Sundry Debtors on Sales Transactions 611 0 
£1,862 2 3 £1,862 2 3 
ee meron 
LEON GASTER MEMORIAL FUND ACCOUNT, 31st DECEMBER, 1936. 
£ s. d. £ sd £ sd 
Fund at the beginning of the cand vee -. 25 7 4 Expended during the year :— 
War Stock Interest ... hes Aa pie 8 10 Premium for 1936/37 ... 10 10 0 
Balance :— 
Cash at Bank ... 6 5 2 
Invested in £230 34 ? cent. Registered 
War Stock at cost . 236 13 
——— 242 18 4 
£253 8 4 £253 8 4 
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REPORT OF THE COUNCIL 
LIBRARY FUND ACCOUNT, 3lst DECEMBER, 1936. 
a. Mh. | £ s.d 
Balance at the beginning of the inane 23 10 6 Balance :— 
Sundry Receipts bs 26 15 0 Cash at Bank 50 5 6 
£50 5 6 £50 5 6 
Cr. — — i onmeanneeeel 
q < NATIONAL ILLUMINATION COMMITTEE FUND, 3lst DECEMBER, 1936. 
0 0 £ sd. | £ sd. £ 8. d 
0 0 Fund at the beginning of the _ . 343 4 «6 Expended during the year :— —— — 
War Stock Interest i 1010 0 
3 3 Deposit Interest.. “ ea ose ves wee ess 4 1 
7 Sundry Receipts bee ne ae ies ie a) Rees Balance :— 
Cash at Bank ... . 5016 9 
Invested in £300 34 per cent. Registered 
War Stock at cost .. 304 8 6 
— 55 5 3 
£355 5 3 £355 5 3 
INTERNATIONAL ILLUMINATION CONGRESS FUND (1931), 31st DECEMBER, 1936. 
£ «. d. $$ aé& ££ «@ 
Fund at the beginning of the a . 305 5 0 Expended during the year :— a a 
War Stock Interest... 1010 0 
Balance :— 
Cash at Bank ... ll 6 6 
Invested in £300 34 per cent. Registered 
War Stock at cost .. 304 8 6 
—— 31515 0 
£315 15 0 £315 15 0 
15 3 We have examined the above accounts with books and vouchers, and certify same to be correct in accordance therewith, and 
——— that the Balance Sheet exhibits a true and correct view of the Society’s affairs according to the information and explanations given to us. 
ie Dated this 19th day of February, 1937. ROBERT J. WARD & CO., Chartered Accountants, 
10, Serjeant’s Inn, 
Fleet Street, London, E.C 4. 
s. & 
0 0 
1 6 
14 9 
15 0 
00 
1 @ With a view to avoiding possible confusion with other publications, reference to 
— these Transactions should be in the form :—* Trans. Illum. Eng. Soc. (London).” 
. a 
s. d. 
910 0 
218 4 
3 8 4 Pe 
——— 
—_—— 
— 101 — 














«PROCEEDINGS AT THE ANNUAL GENERAL MEETING 


The Annual General Meeting of the Illuminating 
Engineering Society was held in the Lecture Theatre 
of the Institution of Mechanical Engineers, on Tues- 
day, May 8, 1937. Members assembled for light re- 
freshments at 6.30 p.m., and the chair was taken by 
Mr. A. Cunnington, the President, at 7 p.m. 


The Honorary Secretary having read the notice 
convening the meeting, the minutes of the last Annual 
General Meeting, which had been published, were 
taken as read. 


THE PRESIDENT, in presenting the report of the 
Council for the past session, explained that the re- 
port had been circulated to all members of the 
Society. It was, therefore, only necessary to deal 
with it very briefly. He drew attention to the changes 
in officers and members of Council for the new 
session, and remarked on the successful develop- 
ments which had taken place in connection with the 
Sectional Meetings. He expressed special apprecia- 
tion of the efforts of the chairmen and secretaries of 
the various sections, of which there would be four in 
operation next session, two new ones devoted to 
Public Service Lighting and Decorative Lighting 
being now in course of formation. A similar appre- 
ciative reference to the work of those associated with 
the various Local Centres was made. 


In conclusion, the President drew attention to the 
paragraph in the report dealing with statutory re- 
quirements for lighting in factories. He recalled the 
keen interest which their Past President, Mr. D. R. 
Wilson, the present Chief Inspector of Factories. had 
for so long taken in this question. It was a matter 
for great satisfaction that the inclusion of a require- 
ment of adequate and suitable lighting in the Factory 
Acts was now likely to become an accomplished fact. 


The President then called upon Mr. E. Stroud to 
present the statement of accounts for the past year. 


Mr. E. Stroup (Honorary Treasurer), in presenting 
the accounts for the past year, remarked that the 


balance, whilst still on the right side, was a smaller 
one than in 1935. This was due primarily to expen- 
diture on the printing of the “ Transactions,” and on 
sectional and provincial meetings and other exten- | 
sions of the work of the Society, which was develop- 
ing year by year It was very satisfactory to be able 
to record a corresponding increase in membership. 


Adoption of Report and Accounts. 

Mr. L. E. BuckKELL then moved the following reso- 
lution: “ That the report of the Council for the Ses- 
sion 1936-1937 and the accounts of the Illuminating 
Engineering Society for the period from January 1, 
1936, to December 31, 1936, be hereby adopted, and 
that a vote of thanks be extended to the President, 
Council, and officers for their efforts on behalf of the 
Society during the past session.” 


Mr. L. E. Buckell, in doing so, stated that the report 
was a striking exemplification of the progress of the 
Society, and remarked on the increasing representa- 
tion in the provinces as a very healthy sign. He con- 
gratulated the President and the Honorary Secretary 
and his staff on the excellent work done during the 
past year. 


The resolution having been seconded by Mr. T, 
ANGuS, on being put to the vote, was carried 
unanimously. 













Election of Auditors. 

Mr. W. T. Dean then proposed the following resolu: 
tion, which was seconded by Major P. A. Smrti) 
and was also carried unanimously: “That this 
meeting records its appreciation of the services of 
Messrs. Robert J. Ward and Company as auditors of 
the Society, and approves of their re-election for the 
next session.” 


This terminated the business of the Annual General 
Meeting. 
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